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Remember to stay calm and only ever ring 999 in an emergency. 


Dear Parent/Carer 


Your child had a visit from one of Cornwall’s Community Fire Safety Advisors at School today. 
Cornwall County Fire Brigade introduced a Fire Safety Education Programme in October 2000 
and the Advisors visit all year 2 and Year 4 children within Cornwall, with the exception of mixed 
Classes. This is a rolling programme and the Advisors will continue visiting the same year groups 
so every child is seen at least twice during their primary school education. 


This education programme is designed to raise children’s awareness to the dangers of fire. The 
programme includes an interactive talk to make children aware of some of the everyday dangers 
and assist in their development to become responsible young people. The advisors introduce 
safety in the home, fire hazards, the dangers of matches and lighters, the Stop, Drop and Roll 
procedure in case clothes ever catch on fire, smoke alarms and the need for a home escape 
plan. 


This programme is an informative, interactive and fun way to learn about fire safety, without 
causing unnecessary distress. Your support at home in reinforcing some of the messages and in 
carrying out activities together, will greatly assist in your child’s understanding. 


Thank you. 


Service Support Team, Cornwall County Fire Brigade, Brigade Headquarters, 
Old County Hall, Truro, TR1 3HA, Tel: 0800 3581 999, www.cornwall.gov.uk/fire 
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FIINEPIGKITER'S UNIFORM 


Firefighter Martin's uniform is very special. 
It protects him from burns and smoke. é 
Can you match the words to the uniform? 


HELMET 


TUNIC 


sy 


Being a Firefighter is an important job. They not only put out 
fires, they deal with other emergencies too. You could become a 
firefighter whether you are a boy or girl. 

We 


GLOVES 


Colour in the pictures, 


green for good fires and 


COLOUR THE PICTURE 


Being a firefighter is an important job. They not only put out fires, they deal with 
other emergencies too, such as car crashes, floods, explosions and people being 
trapped. 


It does not matter whether you are a girl or a boy or what colour your skin is, you 
could train to be a firefighter one day. 


Firefighter Martin's Colour Table 


5=Orange 6=Red 7 = Yellow 8 = Green 
9 = Blue 10 = Light Blue 11 = Grey 12 = Black 


“Matches Lighters 
Never Touch, they can 
hurt you very much.” 


e 


2. Who should use matches and lighters? ...... as 
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TME ARE ENGINE 


1. There iS Qo. Gece on top of the engine. 


2. The fire engine has got blue ............ Qo 


3. TR. *semcmucdien are kept in the side of the engine. | 
4. There are different ................ Feels kept in is side of | 


the engine. 
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SIMMONS ALARMS 


A dangerous thing about fire is 
that often we do not know it is 
happening. Smoke is silent and 
this is why it is important to have 
a smoke alarm in your house. 


How much do you know about smoke alarms? 
Can you fill in the missing words? 


Makes a loud 
N 


Warns us 
that there is a 
F 


should be changed 
every year. 


Help us E 
from fires. 


| SMOKE NOISE ESCAPE BATTERY FIRE 


Remember to test your smoke alarm every month and change your battery 
every year. An easy way to remember is to change it on your birthday. 
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Emergency, Fire, Siren, Smoke Alarm, Firefighter, 
Sei, Stop Drop Roll, Hose, Helmet, 
Hoax Calls, Smoke, Ladders, Torch, unger, Fire, 
Engine, Rescue, Flames. 
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HEY KIDS 


Using the blank graph paper on the 
other side, ask your Mum or Dad to 
help you draw a diagram like this. 
(Imagine you're in a plane looking 
down on your home) 


STEP Be sure to mark where your 


i 


bedrooms, bathroom, kitchen, 
exits and windows are. 
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Make an 
escape plan 
and practice it. 


Now draw arrows to show which 
way you would go to get out in 
case Of fire. If you live in a flat 
never use the lift. 


STEP With a different colour marker (or 
crayon), draw another escape 
route to take in case your first one 
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STEP 


4 


is blocked by smoke or fire. 
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Choose a safe meeting place 
(a tree, or front gate) where the 
whole family can meet outside. 
Make sure your meeting place 
is a safe distance from the front 
of the building. NEVER go back 
inside. 


Don't forget, in an emergency, call 999 


a 


your own fire 
escape plan. 


Use this graph paper to make your 
own fire escape plan with your family. 
Once you draw your house, mark 

on to show which rooms are the 
bedrooms, bathrooms, kitchen etc. 
Be sure to mark the windows and 
exits too. If you need help getting 
started, take a look at the example 
plan. Once you have completed the 
plan iy to practice it. 


Now draw 
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Dates of Drill 
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STOP DROP & OWL 


It is easy for clothes to catch on fire especially if you are near to a gas or coal fire. 
Make sure your clothes do not brush up against a fire. 


STOP 


Do not run - it will 
make it worse. 


DROP 


Get down onto the 
floor. 


ROLL 


With your arms above 
your head, roll over 

- this will put out the 
flames. 


Practice STOP - DROP - ROLL so that you won't panic if your 
clothes ever catch fire. 


Cornwall County Fire Brigade — www.cornwall.gov.uk/fire 


